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TRINITY  CHURCH.  Broadway  and  Wall 
St..  New  York  City. 

INTERIOR  OF  THE  CHAPEL  OF  ALL 
SAINTS.  This  chapel  was  erected  in  1913 
by  the  Vestry  of  the  Parish  in  memory  of 
Morgan  Dix.  Rector  from  1862  to  1908.  Dr. 
Dix  was  born  Nov.  1,  1827,  and  died  on 
April  29,  1908,  in  the  forty-sixth  year  of 
his  rectorship  and  the  fifty-third  of  his  min- 
istry in  Trinity  Parish.  His  body  lies  be- 
neath this  Altar. 
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